• Briarcliff Laundry, Atlanta, Georgia 
purchased its first Pantex laundry presses 
in 1936—one two press unit and four linen 
supply presses. 

• Two months later a three press shirt 
unit was added, together with two 54's and 
three 45's. 

• By December 1940, the grand total of 
Pantex foot operated laundry presses had 
reached 140, thirty-seven of which are 
shirt presses. 

• Most of these machines were purchased 
to care for growing volume, but 14 were 
installed as replacements for air operated 
presses—12 in 1940. 

• If "power” is necessary for efficient 
press production, 140 foot operated presses 
would not have been installed at Briarcliff 
where the productive abilities of air and 
foot operation were compared in plant 
operation. 
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Some of the 140 Pantex Laundry Presses at 


BRIARCLIFF LAUNDRY 

Atlanta, Georgia 







